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THE SOURCE EVALUATIONS IN THIS RERORT ARE OlflNITIVE. 
TH£ AffkAlSAL Of CONTENT IS TENTATIVE. 
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3. 


— 1 a representative of Strojimport, the Czech machinery 

purchasing office, informed officials of Siemens & Halske, Electro-Chemical 
SrS S o°f’ y 11 ’ that Czechoslova kia had decided to cancel orders for 

l°~ ton arc furnace and two six-ton electric arc furnaces which 

£ e rV£ derod in 1951 ' He aleo oancel led one 10- ton electric arc furnace 

Skoda Factory) 1 in PnseJ? ^ ^ 3UPP ° 3edly f ° r the Lenin Vorks <*™«* 

The Strojimport representative justified the cancellations by explaining that 
Dlan h rf^° Va + ia S fJ rS y fi y e-year P lan had J ust ended and the new five-year 

man e dl + n0t f0r the expansion of he avy industry, but stressed the 

manufacture of different consumer goods. 

The Siemens-Halske office refused to accept the cancellation of the 1951 



Final settlement will 
office of Strojimport 


not be reached until new instructions from the main 
are received by its representative in Vienna. 
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